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Message Text 



LIMITED OFFICIAL USE 
PAGE 01 STATE 096245 
61 

ORIGIN XMB-07 

INFO OCT-01 EUR-25 ADP-00 EB-11 RSC-01 /045 R 
66632 

DRAFTED BY XMB: SPOLLACK 
APPROVED BY EB/ OCA/ REP: GPWILSON 
XMB: FCFLEIG 
EB/ IFD/ ODF: EMLINTON 

105644 

O 1 82304 Z MAY 73 
FM SECSTATE WASHDC 
TO AMEMBASSY BONN IMMEDIATE 



LIMITED OFFICIAL USE STATE 096245 

E. O. 11652: N/A 
TAGS: EAID 

SUB J : HIRSHBERG/ EXIM TELECON /18/73 

NAC CLEARED ON 5/18/73 THE EXIMBANK PC REQUESTED BY WESTINGHOUSE 
FOR THE 1200 MWE NUCLEAR POWER PLANT AND THE SUPPLY OF FIRST 
FUEL CORE FOR BAYERNWERK. ESTIMATED US COSTS OF $111.5 MILLION 
TO BE SUPPORTED BY EXIM DIRECT CREDIT AND FINANCIAL GUARANTEE 
EACH FOR $50,175,000. COPY OF PC LETTER BEING FORWARDED EMB. 

RUSH 



LIMITED OFFICIAL USE 
NMAFVVZCZ 



*** Current Handling Restrictions *** n/a 

*** Current Classification *** LIMITED OFFICIAL USE 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 18 MAY 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: boyleja 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE096245 

Document Source: CORE 

Document Unique ID: 00 

Drafter: SPOLLACK 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: SECSTATE WASHDC 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730548/aaaajlgr.tel 

Line Count: 44 
Locator: TEXT ON-LINE 
Office: ORIGIN XM 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: boyleja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09-Aug-2001 by shawdg>; APPROVED <12-Sep-2001 by boyleja> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> mcm 980220 
Subject: HIRSHBERG/ EXIM TELECON /1 8/73 
TAGS: EAID 
To: BONN 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 
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